15.0404    Instrumentation Technology

15.0405    Robotics Technology

15.0499   Electromechanical Instrumentation and
Maintenance Technologies, Olher

15.05  Environmental Control Technologies

15.0501    Air Conditioning, Heating, and Refrigeration

Technology

15.0502    Air Pollution Control Technology

15.0503   Energy Conservation and Use Technology

15.0504    Sanitation Technology

15.0505    Solar Heating and Cooling Technology

15.0506   Water and Wastewater Technology
15.0599    Environmental Control Technologies, Olher

15.06  Industrial Production Technologies

15.0602    Food Processing Technology

15.0603    Industrial Technology

15.0606    Optical Technology

15.0607    Plastic Technology

15.0609   Textile Technology

15.0610   Welding Technology

15.0699   Industrial Production Technologies,
Other

15.07  Quality Control and Safety Technologies

15.0701    Occupational Safety and Health

Technology

15.0702    Quality Control Technology

15.0799   Quality Control and Safely Technologies,
Other

15.08  Mechanical and Related Technologies
15.0801   Aeronautical Technology

15.0803   Automotive Technology

15.0804    Marine Propulsion Technology

15.0805    Mechanical Design Technology

15.0899   Mechanical and Related Technologies, Other

15.09  Mining and Petroleum Technologies

15.0901    Coal Mining Technology

15.0902    Mining {Excluding Coal) Technology

15.0903   Petroleum Technology

15,0999   Mining and Related Technologies, Other

15.10  Construction Technology

15.1001   Construction Technology
15.99 Engineering and Engineering-Related Technologies,

Other

15.9999   Engineering and Engineering-Related
Technologies, Other

16.    FOREIGN LANGUAGES

16.01  Foreign Languages, Multiple Emphasis
16.0101   Foreign Languages, Multiple Emphasis

16.02  African (Non-Semitic) Languages
16.0201   African (Non-Semitic) Languages

16.03  Asiatic Languages

16.0301  Chinese

16.0302  Japanese

16.0399  Asiatic Languages, Other

16.04  Balto-Slavic Languages

16.0402    Russian

16.0403   Slavic Languages (Other than Russian)
16,0499   Ballo-Slavic Languages, Other

16.05  Germanic Languages
16,0501   German

Scandinavian Languages
Germanic Languages, Other

16.0502
16,0599
16.06 Greek
16.0601

Greek (Classical)

16.07 Indie Languages

16.0703   Indie Languages

16.09  Italic Languages

16.0901    French

16.0902    Italian

16.0903    Latin

16.0904    Portuguese

16.0905    Spanish

16.0999   Italic Languages, Other

16.10  Native American Languages

16.1001    Native American Languages

16.11   Semitic Languages

16.1101    Arabic

16.1102    Hebrew

16,1199   Semitic Languages, Olher
16.99 Foreign Languages, Other

16.9999   Foreign Languages, Olher

17.    ALLIED HEALTH

17.01   Dental Services

17.0101    Dental Assisting

17.0102    Dental Hygiene

17.0103    Dental Laboratory Technology
17,0199   Dental Services, Other

17.02  Diagnostic and Treatment Services

17,0201    Cardiovascular Technology

17.0202    Dialysis Technology

17,0203    Electrocardiograph Technology

17,0204    Eleclroencephalograph Technology

17.0205    Emergency Medical Technology-Ambulance

17.0206    Emergency Medical Technology-Paramedic

17.0207    Medical Radiation Dosimetry

17.0208    Nuclear Medical Technology

17.0209    Radiologic (Medical) Technology

17.0210    Respiratory Therapy Technology

17.0211    Surgical Technology

17.0212    Diagnostic Medical Sonography

17,0299   Diagnostic and Treatment Services, Other

17.03  Medical Laboratory Technologies

17.0301    Blood Bank Technology

17.0302    Chemistry Technology

17.0303    Clinical Animal Technology

17.0304    Clinical Laboratory Aide

17.0305   Clinical Laboratory Assisting

17.0306    Cytotechnology

17.0307    Hemalology Technology

17.0308    Histologic Technology

17.0309    Medical Laboratory Technology

17.0310    Medical Technology

17.0311    Microbiology Technology

17.0399   Medical Laboratory Technologies, Other

17.04  Mental Health/Human Services

17.0401    Alcohol/Drug Abuse Specialty

17.0402    Community Health Work

17.0404    Home Health Aide

.........    Medical Social Work (see 44.0702)

17.0405    Mental Health/Human Services Assisting

17,0406    Mental Health/Human Services Technology
. 17.0407    Rehabilitation Counseling

17.0408   Therapeutic Child Care Work

17.0409    Population and Family Planning

17.0410   Sign Language Interpreting

17.0499   Mental Health/Human Services, Other

17.05  Miscellaneous Allied Health Services

17,0502    Cenlral Supply Technology

17.0503    Medical Assisting

17.0504    Medical Illustrating

sories Marketing
